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E.O.  12958:  DECL : 04/22/2018 
TAGS:  PREL  AORC  EAGR  EAID  UN  NL 

SUBJECT:  NETHERLANDS / Z IMBABWE : AG  MINISTER  LIKELY  REP  TO 
UNSCD  MEETING 

REF:  SECSTATE  40180 

Classified  By:  POLITICAL  COUNSELOR  ANDREW  SCHOFER  FOR  REASONS  1.5(B)  AN 
D (D) 

(C)  Agriculture  Counselor,  Poloff  and  Econoff  shared  reftel 
points  with  key  contacts  in  the  Dutch  Ministries  of 
Agriculture  and  Environment,  and  the  MFA  departments  for 
sustainable  economic  development,  human  rights,  Africa,  and 
UN  affairs.  MFA  UN  affairs  officer  Frans  van  der  Straaten 
told  poloff  that  he  expected  Agriculture  Minister  Verburg  to 
attend,  although  the  decision  on  representation  was  not  yet 
final . 
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